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BILL NO. S-75-Ol-^Q 

SPECIAL ORDINANCE NO. S- 


£ 9 - 73 " 


AN ORDINANCE approving certain contracts for the 
purchase of materials for Light Construction 

BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT 

WAYNE, INDIANA: 

SECTION 1. The contracts between the City of Fort Wayne, by and 
through its Mayor and the Board of Public Works and the following: 


GRIFFIN ELECTRIC CO. -P. O. 6225 

75,000 Ft. Triplex Service Wire $ 9,993.75 

GENERAL ELECTRIC CO. - P.O. 6280 

100 - 175 W. Mercury luminaire 3,750.00 

GRIFFIN ELECTRIC CO. - P. O. 5976 
10,000' Copper Under Ground 

Fedder Cable with ground 2,323.20 

10,000' Triplex Service Wire 1,840.00 

TOTAL $17,906.95 


for a total cost of $17,906.95, all as more particularly set forth on said City 
Utilities Purchase Orders which are on file in the Office of the Board of Public 


Works, and are by reference incorporated herein and made a part hereof, are 
hereby in all things ratified, confirmed and approved. 

SECTION 2. This Ordinance shall be in full force and effect from 


and after its passage and approval by the Mayor. 



Councilman 







Read the first time in full and on motion by 






seconded by 


and duly adopted, read the second time by title and referred 


'fand~ Lhe Ci LyT Ian 


to the Co mmi ttee on__ 

Commiaslonr-fer-Tgc'oiiimendationj and PuETTe He~afing tb~t m ~ te± d af t er due -legal notice, 

at thg~~6oiaa^il— Gh-affl.b e r a , 6 i^fe^fiea ^ty - rBim:ld±n gy^g ort- Wa^me -,_ Ind_i ^ na 1 nn _ } 

the ctay of ^ . 197 at_ 


o ’ glfljsk-E^rE^&sS. 

Date: <g^ Y ^*^3 


Read the third time in full and on motion by 
seconded by 


CITY CLERK 
z*zJ 


Passed (L96§^ by the following vote: 

AYES X , NAYS O 


BURNS 
HINGA 
KRAUS 
MOSES 
MJCKOLS 
SCHMIDT, D. 
SCHMEDT, V. 
STIER 
TALARICO 
DATE: 


X 




X 


X 


and duly adopted, placed on Its passage. 
'TAI NED__, ABSENT / _t o-wlt: 


JX 






Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, 
as (Zoning-Jsfep-) — (Ueneml) — (Ann^catipn) (Special) (Appropriation) Ordinance 
(Reedtation) No. on the //'X^- V d ay of 197 X . 

, ATTEST: (SEAL) /y 

PRESIDING OFFICEK^"^ 

Presented by me to the Mayor of the City of Fort Wayne, Indiana,, /<?? 

I, _, 197 J> . at the 

i V ' > 


CITY CLERK 


aj^ 















































































Sr-75^01-30 


We, your Committee on 


REPORT OF THE COJMMITTEE ON PUBLIC WORKS 
Public Works _ to whom was referred an Ordinance 


Approving certain contracts for the purchase of materials for Light 

Construction 


have had said Ordinance under consideration and beg leave to report back to the Common 































memo 



Purchasing Department 



Jan. 9, 1975 


TO: M. Mendel/Dr. Bosv/e!i 

SUBJECT: 7500' triplex service wire. - P.0. 6225 to Griffin Elect. Co. 


Quote § 708 
Prices quoted are: 

Griffin Elect.(Olin) I 48.90/m'-firm - delivered in 6 weeks 
Griffin Elect. (SojxUa- w -i- ra .) 133.2 5/m ’ - Subject to price in effect 


at sh i pment 


V/es t i ng house - No Bid 
Okonite - No Bid 

Central Supply - 136.27/m’ Subject to price in effect at shipment. 
Graybar Electric - I 34.50/m ? " " " " ” " " 

Al I terms are Net-30 - F.O.B. : Ft. Wayne, 

Went with Griffin on the Southwire quote because alum, fngot 
will not go up as much as the Olin pric 






r 


(BOW (3DCF TOOT 

COTY yTIUTIES 

DEPARTMENT OF PURCHASES 
ROOM 950 CITY—COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA 46802 

Griffin Electric Co. 

Third & Walnut Streets 
Owensboro, Kentucky, 42301 


L 



,j , 

“ ' ORIGINAL COOK *tO/— 


ORIGINAL COOK 
PURCHASE ORDER NO. . ~T__ 


Tnis number must appear on each pa 
age, packing slip, invoice, bill of ladi 
express receipt and correspondence. 

. I S.75 


Light Construction 
1701 S. Lafayette St. 
Ft. Wayne, Indiana 


MAIL ALL iNVOICES TO - 

CITY UTILITIES 
GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE , INDIANA 46802 
iNVOiCE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 


0 Ft. Triplex Service Wire, Consisting of: 

2-#4 Stranded Alum. Conductors Cross-Linked 
Polyethylene insulated'and - l-#6 Stranded, 
Either 5005 or 620 1 Alum. Alloy 3are Neutral. 

Code Name- ,, Kazoo-S t rom Bus/XLP Ship on 
N.R. Reels of 1500' each. 

Manufacture is Southwire Co. 

Per quote #708 

Net-30 F.O.B.: Ft. Wayne, Indiana 
Delivery-6 Weeks A.R.O. 

SLP 

Price based on Southwire Co. cost of 39.C0/cwt. 
on Alum. Ingot. Subject to price in effc < 
at time of delivery based on content of 
Alum, ratio. 


I 33.25/m 


SUBJECT TO COUjiLCLLLMAM I C APPROVAL 


K 



ctn to C 


fflON 


Fort 
Show P. 
and ! nvolo 


la, ln< i 
jr/oor 


onaral Ac 

bounty 

St 

Ian a 488j)! 

P'ICk: Ti 


? 

counting 

2 




JK/le #74-249 


NOTE: TERMS OF PAYMENT MUST BE SHOWN ON FACE OF INVOICE. OTHERWISE A 2% CAS/?\ DISCOUNT WII 


> CONDITIONS ON REVERSE S 
























Purchasing Department 


January 17, 1975 

TO: M. Mendel/Dr. J. Boswell 

Subject: G.E. Purchase Order 6280 for 100 175 watt luminaires. 

Please give prior approval consideration on this purchase order. 
General Electric has 50 pcs. <i-n stock and have put them on hold for us. 


I arn advised that we require these as soon as possible and, of course. 
General Electric will need to,have the order number in order to ship. 





Pyrchcss i n g 


Depart men! 


Jan. 21, 1975 


TO: Dr. Jerry Boswell 

Subject: G.E. Purchase Order # 6280 for 100 pc. 175 watt Luminaire 
M250 A-120 V 


Luminaires are a proprietary item-Specified by electrical Engr. 
because they are the best at the best price. Such others as Gardco 
Westinghouse are higher priced. Also Since the units are used for 
replacement, other sources units would not match. Also Light Const, 
would have to maintain seperate stocks of replacement parts for each 
vendors light. This is a standardization program which has been in 
effect for some time. 

The current price contract agreement with G.E., their quote #242-63900 
effective until 3-31-75, was reviewed by both Purchasing & Elect. Engr. 
Depts. This has been done in the past and we will continue in the future 
to insure price stability. 


1m Kroener 








I Toledo, Ohio 43604 
'— Attn: Jerry Nesbitt 


SHIP TO • 


Light Construction 
1701 S. Lafayette St. 
Ft. Wayne, Indiana 


MAIL ALL i 

GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE, INDIANA 46802 

INVOICE IN DUPLICATE. INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 


175 W. Mercury luminaire, type M-250 A, 
120 Volts, regu I ator:,ba I I ast with twist 
lock receptacle. G.E. Cat.; # C728 G002 


SLP 

Net-30, F.O.3.: S/P-F/A 
50 at once, 50 in 4-5 weeks. 

Per Quote § 242-63900 

SUBJECT TO COUNCILMAN 1C APPROVAL. 


f ea 3750.00 


ATT 


ENT 


JK/le ?/4 


Send ail tnvcto 
4th Fioo' 
1 

Fort 
Show P- O- 
and Invoice. 


Ws/i 


;os to Ger 
r City-O 
E. Main 
India 
lumbar 


ON 


eral Accc unting 
. jnty Bldg 
5i 

na 46802 
packing 


Slip 



NOTE: TERMS OF PAYMENT MUST BE SHOWN ON FACE OF INVOICE. OTHERWi: 


SUBJECT TO CONDITIONS ON REVERSE S 





















©Dtra' ®(F FflMT ffiTOTOE 

CITY UmiTIES 


DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA 46802 


r 


Griffin Elect. Co. 
Third & Walnut Streets 
Owensboro, Ky. 42301 


L 



n 


j 


A* //* 0 / 7r 

ORIGINAL 5970 //-* 


PURCHASE ORDER NO. 


Tnis number must appear on each pack¬ 
age, packing slip, invoice, bill of lading, 
express receipt and correspondence. 

p^tf Dec..—LfL,— 1 . 9 7 4— 


SHIP TO — 


Light Construction 
1701 S. Lafayette St. 
Ft. Wayne, Indiana 


MAIL ALL INVOICES TO - 

CITY UTILITIES 
GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE , INDIANA 46802 
INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 


10,0 

10 , 


00 


» § 10-2/c-600 Volt, Type UF, Copper-Unde 
Ground Fedder Cab Ie-with ground 
i0’ Triplex Service Wire, Consisting of: 

2 — #2, 7 Strd. Alum. Conductors Cross- 
Linked Polyethelene Insulated, and, 

|-#4 (Reduced Neutral) Either 5005 or 
6201 Alum Alloy Bare Neutral 
Code Name "KHAKI-Cockle'VKLP Ship on 
N.R. Reels of \g0Q' each. 

Price in effect time of shipment. 

Freight P.P.D. 

Price per: Mike Carson, per quote #703 
Confirming - Net-30 

Delivery: Item I - 2 Weeks, I tern 2-8-1 
Wee ks 


SUBJECT TO COUNCILMAN 1C APPROVAL. 


RB/le #74-225 & 74-226 


Send all in] 

Foi 
Show P 
and tnv 


232.32/ 

I 84.00/ 


-County Bldg. 

ndiana 4€ 302 

; king Slip. 


.joices to 
: loor, C't> 
1 B. 
Wayns 
q. Kufat 
s\e&* 


NOTE: TERMS OF PAYMENT MUST BE SHOWN ON FACE OF INVOICE. OTHERWISE A.2%CASI 


ar on P&- 


4,163, 




































PunCHAbiiS 



■ u*jp*"v 

Aui'uiiNi up PuntiiAbiiS 


\ Fort\ 

One Main Street 

Wayna, Indiana 46802 


\ dec S *' 4 


Unto 

November 27, C 

-J. '• Request for Quotation Ec. 703 



.. — 


Vo ba considered your quotation must be received by__ M. December 9 127 a 


General Electric 

531 I Distribution Drive 

Fort Wayne, Indiana 


ntity Unit 


10,000 

10,000 


Unit 

Price 


#10 - 2/c-600 Volt, Type UF Copper ■ 
feeder cable. 


Underground 




Marl: Did Envelops> V ? ,: y* fy\ 

"quote<Mo .1. 7.0 3.'- '. Dug bats 12/9/74 


Trac-e- 

Disc. Extent i< 


Triplex service wire, consisting of 2-#2, 7 strd. 
Alum, conductors cross-linked polyethelene insulated 
and I-#4 (reduced neutral) either 5005.or 6201 alum, 
a I loy bare neutraI 

Code name "Khaki-CockIe'VKLP 

Ship on N.R. reels of 1,000 Ft. each. 


ll 

'7k 






/># 

, J s '^ 


2*ao aule - 


Signed, 

Date 






o / : 


Ruth Bultemeyer - Bu 1 
D) —-v,, r 


































« 


Genera! 

Bectric 

Supply 


COMPANY 


5311 DISTRIBUTION DRIVE, FORT WAYNE, INDIANA 46825 

TELEPHONE NO 

r 


WHEN ORDERING, PLEASE 
REFER TO QUOTATION No. 


1 


• rr 


N 


a/ to/i/ 


u> 



(SEE REVERSE SIDE FOR STANDARD CONDITIONS APPLYING 




















DEPARTMENT OF PURCHASES 


One Main Street 
Fort Wayne, Indiana 46802 


bate November 27, 1974 


Request for Quotation i-o. 703 


Vo be considered your quotation must be received by M. December 9 197 4 

Graybar Electric 
5425 Distribuion Drive 
Fort Wayne, Indiana 


































• 125 EAST MURRAY STREET 
FORT WAYNE, INDIANA 46803 


To: 

CITY OF'FORT WAYNE 
DEPARTMENT OF PURCHASES 
ONE MAIN STREET 
FORT WAYNE, INDIANA 46802 

Inquiry: 

When ordering please refer 
to Quotation Number: 


We thank you for your inquiry and are 
pleased to provide the following 
quotation. 


Item 

Quantity 

Catalog Number and Description 

Unit Price 

Total Price 

Rate of 

Cash 

Discount 

Deliver/ 



SEE ATTACHED SHEETS 






We hope we shall be favored with your 
order and assure you of our prompt 
attontlon. 


F.O.8. Per: 


’•DECEMBER 9 , 

ect Name 

703 




' 197*1 




Subject to the standard conditions its knowledge. mforrrraMon and belief, 

printed on the rowrw *irle of the price* quoted r -r/ 



















One Main Street 
Fort Wayne, Indiana 46802 


Date November 27, 1974 _ 1 Request for Quotation Ho. 703 

to be considered your quotation must be received by__ M. December 9 197 4 


Wes+inghouse Electric 
125 E. Mnrray St. 

Fort Wayne, Indiana 
































DIGEST SHEET 


TITLE OF ORDINANCE Special Ordinance # 3611 -- . 

DEPARTMENT REQUESTING ORDINANCE Board of Public Works __ 

SYNOPSIS OF ORDINANCE Ordinance covers proposed purchase of 75,000 ft of Triplex 
Service Wire from Griffin Electric at cost of $9,993.75 - 100 Luminaires from 

General Electric at $3,750.00 and 20,000 feet of underground cable and service wire 

from Griffin Electric at $4,163.20 

Invitational Bids were received on the wire and cable items(copies attached) Luminai res 

to be purchased from General Electric in accordance with request from Electrical 

Engineering. These conform to types being used and it has previously been determine d 

they are the best at lowest cost. (See attached explanation) Materials are needed 

for Public Lighting Program. 

"SEE PRIOR APPROVAL ATTACHED" 



EFFECT OF PASSAGE — Sufficien£_materials inventory for proposed lighting program. 


EFFECT OF NON-PASSAGE _Delay of program and apparent cost escalation if ordered in 
smaller quantities. * 


MONEY INVOLVED (Direct Costs, Expenditures, Savings) Total Cost - $17,906.95 


ASSIGNED TO COMMITTEE 




































